VOLTAGE: 24 VDC NOMINAL 
CURRENT: 300mAMPS MAX 
WEIGHT: .19 LBS (REF) 


(1.679) —_+ 


(D.166) 


(2.38 B.C.) 


REVISIONS 


DESCRIPTION APVRIDATE 


NOTES: 


ty Gi.) :) 


1. REFERENCE B/E AEROSPACE P/N 2195-51. 


2. FINISH (REF): BLACK ANODIZE 


BREAK SHARP EDGES 


DESIGNED 


CLB 


DATE 
4/15/08 


UNLESS OTHERWISE 
SPECIFIED DIMENSIONS 
ARE IN INCHES 


DRAWN 


DATE 


TOLERANCES ARE: 
FRACTIONS DECIMAL ANGLES 


CHECKED 


DATE 


GENEVA 


AVIATION 


+1/8" X +050 +9° 
XX  +.030 
XXX +.010 


APPROVED 


DATE 
4/15/08 


LIGHT FIXTURE 


THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY 
TO GENEVA AVIATION AND SHALL NOT BE USED OR 
ANYONE WITHOUT THE WRITTEN PERMISSION OF GENEVA AVIATION, INC. 
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